‘bbreviations: S-September; O0-October; N-lovember; J-January; har-ierch; 


General 
Acoustical Scoring of ind Instruments - dichard J. Foster . « « «© « 
band instrumentation--a Symoosium | 
The Concert Band Herbert Winters Harp. marel2 
The Concert Band.- rlark H. Hindsley « 
The Marching Band - Lawrence Chidester Marel6 
Basic Qualities Viewed in Adaptation Classes - ‘41 D. Revelli 0 
Calling All Parente ~. Traugott Rohmer . 2 
Cuotce of Instrument a Scientific Problem - ‘illiam D, develli . mar=-20 
Soncert. Piteh and the vrofessional daloh Pottle . . . « « « « « 
Doers Sneets Save Time and ..oney - George R. Burt... ese tse ce 
Fert: Helpful Hinte - Lois Swift & 
Fun *ional Scale Practice - Paul Van Bodegraven, Anthony Sant'Ambrogio . 
How 10 take Good Reco-dings with a Single iicronhone - Eugeiie Carrington « -Hay-20 
Build tiore Shells for Community Use -- Robert S. Meyer ......e¢. May-12 
is Fill the Auditorium for Instrumental Concerts - a. Russell Aukerman . Mar=-24 
Menurl Aptitude Tests Reveal Qualifications - Anthony C. Isch ...... - S-42 
Messe d@ucaters Matiomal Conference “May-10 
M:sic Scholarships - Theodore F. Normanmn 
Nort}, Cardline Symphony Grohestra . . « 0 6 0 0 0 
Orchestra Groups on the Increase Through South - George Barth .....+-+. O-28 
Prroieipation Values Surpass Observation - Howard Hanson .........« Mar=-17 
Recadis Old Days with ‘March King' Peter Buys 
‘Rithmatic and Rhythm Leon C. Sorlien sis 8 6 
R.2es for Music Croups - A. s. iicDonmell .... eis 
and Fury - William R. Burchardt ec 
™ ov Recorders Have i.any Uses Lyle LeRette cece 
-wo Scnools a hile Apart - Charles B. Righter .....+.+« 
We “cach the Universal Language - C. J. Dintelman . 0.0 
is Happening to Band Instrument Production uotas? “Richard V. wadden . tay-22 


You © Hake Band Storage Equipment - Kelvin Masson ..... «© «© © «© One 


Woodwind 
Claviaas Cuartets — Rebert Willeman i+ © © 6 © © 6 0 © © N-24. 
Neglect Music for Marching - George Waln 
“acts - Leurence Taylor ceils es ee ee 
Woodwind tiusic in Our Band Programs - Georg E. 0 
of readers Receive Consideration - George «alm... .. 
| Probleme Bara Schabas es & 
Saying 'Yes' or 'No' in Vifferent -ays - syron E. Russell 
Standard seating for Woodwind Quintet .. 
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Brass 
Baritone Comes of Age - Hugh E. iilchiillen ... 22 « 
Brass énsembles in Church Services - Helen &. Trobian...... ++ +++ «© « O-l2 
Criteria for Selecting Brass Solo Repertory - Bernard Fitzgerald ..... . Mar-26 
Euphonium=--Cello of the Band - Leomard Falcone ..... +++ +++ «© » « Ne22 
How to Select New Instruments - Bernard Fitzgerald .......2+-+eeeve Sl8 
Small Brass Ensemble - Bernard Fitzgerald eee 
Teachiug the Cornet in Beginning Classes - James Neilson 8s 
fone Volor in Brasses Ward Moore & 
Strings 
Applying Balance in Violin Teaching - Gilbert R. Waller. . « 
Balanced Left Hand Dependent on Thumb - Gilbert R. Waller. ......... Hare36 
“lementary String Class - Helen M. Hanmnen....2 « 
Give the Children a Chance! - Gilbert R. Waller..... oe ce 
Overcome Handicaps in Metropolitan Areas - Jennings Butterfield 
Persistence ‘:ins in String Program - Virginia Frank & Julian Helms ...... N-34 
Starting a String ?rogram - Gilbert Waller « May=2g 
Percussion 
Confusion Confounds as Authorities ‘rgue - John r. Noonan. .....+ +... Mar=50 
Drumming Standards as I Have Observed Them Alan Abel ..... « 
Hi ‘anand How It Grew - John >. Moomam ese 
Percussion Problems in high School Bands - Richard P. Scherer . . . 2... « « « Nedd& 
'Sticking' Methods Cruse Controversy - John P. Noonan... . « « « 
Maneuvers 
Bands Get ‘’orkout in Malftime Shows .. ee eee 0000 
Band Shows ~ dack 6 6 
iialftime Show Built om Musical Motifs sis 
Put Your Band on Film Frank A. Phersol .. cc & 616 
“hite rlagic with Black Light - Harry A. Weller 
Departments 

. -erican String Teachers Association Rex Underwood .......+. 
‘3o-Visual Materials - Elwyn Schwartz S-34, 0-30, J-4, Mar-38, May- 36 


°° and Repair: Fingerboards Must Be Smooth, Chelsea Fraser,S-62; Repairing Cracks 
and Leaky Pads, Owen H. Meyers, Mar-55; Replacing Clarinet Thumb Key Pad, Owen “i. . 
‘oyers, May-32. 

cvaries: Clarence J, ‘Best, George M. Bundy, Peter W. Dykena, S-47; 
/illiam Mh. Gamble, N-43; Sigmund Nomberg, J-29; Arnold Schoenberg, S-47; O. &. 
JanDoren, S-47; T. Lane Ward, S-47. 

~uTwer Camps & Clinics: Summer Band Camp at Home Gets Results, Arthur Wise, Mar-34; 
Summer Camps and Clinics, S-32; Summer Music Camp Directory, Mar-43; Summer 
Schools and Camps, May~26; What Summer Camp?, Mar-42. 

Who is Who: David Bennett, Mar-57; Forrest L. Buchtel, May-30; Henry Fillmore, N-36; 
Carl Frankiser, Mar-56; Richard France Goldman, 0-27; Morton Gould, J-—30; Karl L. 
King, 0-26; Clifford P. Lillya, May-31; J. J. Richards, N-37; Paul Yoder, J-3l. 


| 

| 

| 

| 

| 

| 


‘ 
r 


